To:  Svetaka,  PatricefSvetaka. Pat@epa.gov] 

From:  Christenson,  Dave 

Sent:  Mon  8/10/2015  2:07:41  PM 

Subject:  RE:  ESAT  EPW13021  TOIO  (R1/R8  crossover)  - TDF 


Nicole  is  on  vacation  til  September,  and  Dan  is  so  deep  in  the  thick  of  spill  response,  he  won’t 
see  this  email.  I will  call  you  today  to  discuss  the  status. 


In  short,  yes,  its  likely  we  will  want  to  extend  this  TDF. 


What  is  the  current  remaining  capacity  on  R8  - R1  crossover  task  order? 


From:  Svetaka,  Patrice 

Sent:  Monday,  August  10,  2015  6:47  AM 

To:  Wall,  Dan 

Cc:  Plescia,  Nicole;  Christenson,  Dave 

Subject:  ESAT  EPW13021  TOIO  (R1/R8  crossover)  - TDF 

Importance:  High 


Hi  Dan  - 


Attached  is  the  existing  TDF  (631  A),  the  only  one  currently  issued/opened  & active  TDF  for 
ESAT  support  from  the  R1/R8  cross  over.  I’m  sending  it  for  2 reasons: 


•□□□□□□□□  Example  - This  is  shared  to  serve  as  an  example  for  content  of  a new  TDF  for  the 
efforts  conducted  starting  8/5/15  (and  potentially  into  the  future?)  related  to  the  Gold  King  Mine 
release  into  the  Animas  River.  . . .If  you  provide  the  information,  I’ll  upload  it  into  out  TDF 
issuing  database  and  issue  a formal  TDF  to  cover  the  efforts. 

•□□□□□□□□  Question  — I see  this  current  TDF  631 A has  a completion  date  of  8/14/15  (Friday 
of  this  week).  Might  this  date  be  impacted  based  on  the  recent  release?  Do  you  want  to  extend 
this  to  some  other  date? 
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Thanx, 

Pat 


Patrice  A.  Svetaka  | Region  1 ESAT  Contract  PO/COR 

USEPA-New  England  | Office  of  Environmental  Measurement  and  Evaluation,  QA  Unit 
11  Technology  Drive)  N.  Chelmsford,  MA  01863-2431 

phone:  617-918-8396  | fax:  617-918-8397  or  617-918-8296  | e-mail:  svetaka.pat@epa.gov 


Go  Green!  Print  this  email  only  when  necessary. 
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